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SteiT orders for Er~crinental Developments at the Oborcptrecncrk (OSD) Berlin (SAG) 

1,, Orders for oxneriracntdi developments center on the television program (Section 
T?>, The thir d .floor of the Development Plant is being completely rebuilt 
for the prorran of Section T2." The new 9" picture tube is assigned for tele- 
vision reception. .Tare lengths from 3 to 3.6 meters are assigned for television 
transmission in the DDR* Testing of tho 9" picture tube takes place at 4 to. 
il.S meters » For tho testing of. the 9" tube,. a vibrating device is being con- 
structed in the office of Dr. Schiller. The device permits horizontal and 
vertical vibrations. The’ deflecting system for the 9" teg*, is being, taken 
avex' by the Russian television receiving set ''^oriingrad.^iV Construction is 
projected for mass production,. A television transmitter projected for the 
IRjn" is to pet the following technical elements; for transmission of sounds, an 
cutout stage With alto tube is projected by dS3j for transmission of pictures, 
an output stage with a 10 to tube is projected. For the preceding stage the 
following are being used; 

3 to sysr.mtrcn (sic) (three 1 to tubes); 

1 to output stage of the sound transmitter; 

2 l j0 w of the sound 'Wansiaittep. 

Only circular potentiometers (Topfkrcise) are projected for this (sic). The 
device is variable between 3 and 3.6 meters. ’ip. 

2 „ on 17 August 1951 it became -known at 03 b teat the entire development v/ork 

of Funtoerte KSpeniek (7W (Z) .TFT) (formerly Coma- Berlin) has nov/ been turned 
over to 00, j, Funtocrk KSpenlck is now only a production plant. The projected 
television -transmitters and film scanning devices (Pilmabtoster) arc to be 
mass produced by Funtocrk Kdpcnicfc. The required elements are to be worked out 
acconlingly at 05".. 
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3* The projected television station', at, Bp rlin-Adlerchof is still unable to start 
transmissions a The camera Is not yet‘ ready* In particular the iconoscopes / 
are not yet functioning* T|ey were built at CSV/ and sent untested to Adler shof 
because 0317 has no testing equipnentftf or this purpose 0 A dia (sic) scanning 
device (Dia-Abtastcr) is already at Adler shof * The film scanning device 
(Filmab taster) is still unf iriishd^k at. OS*/.’ The target date for the 3-kw stage 
of the station at Adjershof is -the endj| ; of 1951* The 10-kw stage is to be 
complete in the coufle of 1952o Av % ve lopme nt technician named Jesche is 
now working as specialist for the ■-icb^bte opes at 05V/ o He has returned from 
Russia as a specialist^ and his attl^iigel^s pro-Restem* 

. ‘ V ! p.( 

ho At present, coiamurti«46t'^nV?tinks (Richtvfe|*feindu&pen) are being tried out with 
parabolic mirrors ht tOSM employing a wave length of three centimeters 0 

5 -> Lacking a transmitter- of their own, the ife/. television receivers pre tested 
with the aid of the REAS experimental, transmissions, * ‘ i? 

_ />| R ; - -j: \ r 

6* A new television Uioap r&Qeiving set whicrtSis to fe sold^/commer daily at a 
price, of about QL! lobo*«r{E^st) is being I developed 4 t^>(fnu) Petkoschek at 
03;/., This receiving set is to. be shown as early as the Leipzig Fair* 

Petkoschek was at Telef unken in Hannover for a> quarter of a year and developed 
television receiving sets - there * Dr* Eclcard of 03 ,7 got him back from there* 
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